Ad ID 13 


Ad Text The original Statue of Liberty in France is black. The Statue of Liberty was 
originally a black woman. The actual model that posed for the statue was also 
a black woman. The statue was a gift from France to America to celebrate the 
role black soldiers played in winning the Civil War. These are facts... Click to 
Learn More! Black America ( @black Blacklivessss 


Ad Landing Page https://www.instagram.com/black_america_today/ 


Ad Targeting Location: United States 
Age: 13 - 35 
Language: English (US) 
Placements: Instagram Feed 
People Who Match: Interests: Martin Luther King, Jr., African-American Civil 
Rights Movement (1954-68) or Black History Month 


Ad Impressions 55,413 
Ad Clicks 311 
Ad Spend 5,956.82 RUB 
Ad Creation Date 03/11/16 05:34:10 AM PST 


Redactions Completed at the Direction of Ranking Member 
of the US House Permanent Select Committee on Intelligence 
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blackstagram__ The original Statue of Liberty in France 
is black. The Statue of Liberty was originally a black 
woman. The actual model that posed for the ... more 
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